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Ly  Brothers'  Oratory  (rear)  in  St.  Meinrad's  Abbey,  St. 
Meinrad,  Indiana.  Choir  Stalls  fabricated  of  native  oak 
wood  from  Abbey  forest  by  Brothers  of  the  Abbey. 
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